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DAVIGNON, HAFERKAMP COMMENT ON U.S. STEEL TALKS 





PM121253 Brussels LE SOIR in French 11 Aug 82 p 8 
[Maroun Labaki report] 


[Text] “Nothing is lost, we are continuing preparations for implementing the agreement 
negotiated last week.” That is the substance of the statements made at noon on Monday in 
Brussels by European Commission Vice Presidents Davignon and Haferkamp who reached the 
“arrangement” relating to the limitation of European steel exports to the United States. 

It will be remembered that back on Friday evening U.S. iron and steel industry giant U.S. 
Steel rejected the compromise reached the previous day, to which it is nonetheless imperative 
that it give its agreement. 


"The U.S. administration informed us during the weekend of its intention to respect its 
pledge: It will get the arrangement approved by steel producers on the other side of the 
Atlantic,” Mr Davignon specifie”. Like Mr Haferkamp, who is responsible for external 
relations, the vice president .vr industrial affairs tried, in a press conference held in 
Berlaymont, to make the U.S. leaders face their political responsibilities and to undermine 
the solidarity between the Reagan administration and its steel lobby. 


The two men indulged in an outright operation to divide enemy ranks. They did not ignore 
the proverb [as published] and strove to stress the differences of view which have emerged 
among the Americans. And in passing they praised the attitude of their official inter- 
locutors in Washington. 


The latter, according to Mr Davignon and Mr Haferkamp, showed much more anxiety to restore 
a good political climate between the Ten and the United States during the talks at the 

end of last week. According to Mr Haferkamp they were “more coherent.” That new trend 
was demonstrated by the fact that all differences of opinion between the two sides of the 
Atlantic were examined and even linked within the same set of problems. 


Vice President Haferkamp expressed the view that the agreement itself was the expression of 
the U.S. officials’ new desire to defuse the commercial or political bombs threatening 

the Atlantic alliance. In addition he thought that the formation of a special committee 
with the task of handling all disputes with the Europeans, under the chairmanship of 
Treasury Secretary Regan, was likely to favor the settlement of outstanding thorny issues, 
"in the same spirit of cooperation and mutual understanding,” he added. With regard to 

the gas pipeline it should be noted that Mr Haferkamp nonetheless said that a “rapid 
solution” is not to be expected. 


Sharing the Sacrifice 


By ostentatiously emphasizing the U.S. leaders’ new state of mind -- we will soon know 
whether it was merely a farce or the product of a European ruse -- the two commissioners 
challenged President Reagan's men. “The future will show whether the U.S. administration 
overestimated its persuasive capacity,” Mr Davignon concluded in this connection. 


The Belgian commissioner specified that the scheduled procedure is going to be followed 
as from this week to secure the Ten's go-ahead for implementation of the arrangement. On 
Tuesday the Eurwpean iron and steel industries will give their verdict and on Wednesday 
it will be the governments’ turn to do so through their permanent representatives in 
Brussels. 
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Mr Davignon showed some optimism about the chances of rapidly arriving at a division of the 
sacrifice among the Europeans. He predicted, in veiled words, that the FRC will be less 
reluctant to make concessions since it will be a question of its iron and steel industry 
being penalized on entry into the U.S. market, like those of the other Community states. 

In this connection he recalled that it is precisely this Tuesday that Washington is to 

give its verdict on the grounds for the antidumping complaints submitted by U.S. steel 
producers against the Old World competitors and which relate in particular to German steel. 


Conclusion Before 15 September 


when the Ten have divivded up the bitter pill the commission will prepare the technical 
implementation of the agreement and the export licenses. Then, if the U.S. iron and steel 
industry ultimately “ratifies” the arrangement, the European ministers will give their 

final go-ahead to the agreement. The "O.K." from each of the two sides should be obtained 
by 15 September at the latest, Mr Davignon recalled. 

This agreement is “fair and balanced,” he continued. It is the fruit of a kind of awareness 
aroused in Washington following visits bv Mr Schmidt, Mr Thorn, Mr Colombo, Mr Pym, Mr 
Lambsdorff and so forth. “To renegotiate it would be to unbalance it. It is a physical 
notion,” Mr Davignon added, later welcoming, perhaps prematurely, the political credibility 
which the commission has gained with the Reagan administration. 


The commissioner for industrial affairs finally confirmed that negotiations will soon 

begin between the Ten and the United States on the subject of the European steel tubes 
sold on the U.S. market. But they will have “neither the same objective, nor the same legal 
basis, nor the same nature” as those which led to Friday's agreement because no complaint 
nas been submitted with regard to tube products, he stated. Mr Davignon gave these details 
in an attempt to play down the tube issue and to avoid allowing the Americans to think that 
the Europeans are prepared to make the same concessions as those made on the 11 iron and 
steel products affected by Friday's agreement. 


Through the media Mr Davignon and Mr Haferkamp were in fact addressing the U.S. representatives 
with whom thev had talks last week. The ball is still in their court. It is now an 
all-American story.... 
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YOLNG COMMUNISTS QUESTION U.S. TANK ORDER 
AUIO£ 1227 Vienna VOLKSSTIMME in German 10 Aug 82 p 6 


[Excerpts] Linz — In a letter to the Federal Government the Upper Austrian Communist 
Youth Organization requests information on a new tank project in which the Voes-Alpine 
Corporation and the Steyr Works are allegedly involved. Should these misgivings be 
justified, the Kreisky government is requested to immediately stop this arms project. 


The Upper Austrian Communist Youth Organization recalls that the U.S. Defense Department 
has placed an order for the development of a light 15-ton tank with the state-owned 
Voest-Alpine Corporation and the Steyr-Daimler-Puch Works. The tank to be developed 

is intended for the 200,000 strong “Rapid Deployment Force” of the United States, which 
is being formed for the assertion of U.S. “interests,” particularly in the Middle East. 


In a letter to the Federal Covernment, the provincial leadership of the Upper Austrian 
Communist Youth Organization has requested that plans for developing such a light tank 
be made public. According to statements of the Pentagon desk officer for Austria and 
Switzerland, the tank “project and deal” are big even by American standards. 


FIGURES ON EAST EUROPEAN REFUGEES RELEASED 





AU121142 Vienna ARBEITZER-ZEITUNC in German 12 Aug 82 p 2 


[Text] Vienma (AZ) -- On 1 August 1982 there was a total of 15,253 registered refugees 
in Austria; 2,053 accommodated in refugee camps and 13,200 in inns and hostels. Of the 
15,253 refugees 11,361 are from Poland and 1,761 from the CSSR. 


In 1980 9,259 persons applied for asylum in Austria. In 1981 it was 34,551 and by 
28 July 1982, 3,554. 


A total of 172 million schillings from federal funds was spent on the care of refugees 
in 1980, 514 million schillings in 1981 and 1,072 million schillings have been earmarked 
for this purpose in 1982. 


Since the beginning of 1982 some 23,000 of the 38,000 refugees staying in Austria at 

that time have continued their journeys to the countries of destination. Through the 
personal contacts of Interior Minister Lanc in Australia, Canada and the United States 

it was possible to enable 12,500 applicants for asylum from Eastern Europe to emigrate 

to these countries this year. Additional preparations for refugees coming from Austria, 
the first country to grant them an asylum, are being made in the aforementioned countries. 


ARREST IN SALZBURG BOMBING CASE REPORTED 





AUL11130 Vienna DIE PRESSE in German 11 Aug 82 p 10 


[Excerpt] Vienna -- State police have apprehended at least one of the people behind the 
Salzburg bombing attack against a branch of the "Schoeps” firm. As reported in one 

of our editions yesterday, 23-year-old Attila Istvan Bajtsy was arrested in Salzburg 

on Sunday. The Salzburg-born rightwing extremist has now confessed to having been the 
initiator and author of the leaflets found at the site of the crime. 


Bajtsy, in whose apartment neo-Nazi material was found, had been noticed for some time 
as an activist at events organized by the National Democratic Party, the Action New 
Right, and the Nationalist Association. 
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BELGIAN MINISTER DISCUSSES ‘TOUGH’ BUDGET 


— —— —-—- - - - ——— —_—— — —— ——— 


PM121521 Brussels LE SOIR in French 5 Aug 82 p 2 

[Interview with Finance Minister Willy de Clerq by C.L. Binnemans -- date and place not 
given! 

(Excerpt! “It is a tough budget,” Mr Willy de Clarq told us. “It is a budget which will 


not please people but of which we should not be ashamed. And there is certainly no reason 
for us to apologize for proposing sacrifices to our population. The country’s financial 
situation is desperate. It is also the result of the financial situation which we see 

in the cities and communes -- if vou knew what the state is owed in the wav of levied 
taxes, I could abandon the idea of increasing VAT... In our semipublic institutions -- 
Sabena, Belgian national railroads, tramways, social security -- we would not have to 
continue for long to reach the point of bankruptcy.” 

"You must realize that we have reduced the spending proposed by the various ministries 
by 148 billion [Belgian francs] and that we will still have to borrow 145 billion net 


, i Abd 


next vear. If this is not a catastrophe what is 


[Question] Just one question first, Mr de Clerq, what will vou propose to use next vear? 
[Answer! A prolonged and sustained effort since we are planning for 4 vears. Everything 
mav go better next vear but we will not be able to relax. In any case, the evolution 

of the international economic situation is crucial. Other neighboring or more distant 
countries are feeling it as much as we are and are trying to react accordingly. 


We are applying and will apply remedies. We will do so this vear, and next year and 
after that. If we succeed in reducing the foreign debt by 1.5 or 2 percent each vear in 
relation to GNP bv 1985, we will have dropped from 10.5 percent this time -- we were at 
12.7 percent of CNP -- to 6.9 percent, which is an honorable average in the EEC. 


And if we fail to do that we will have to continue reducing some spending, in other words 
cut further into social transfers -- for that is where the bulk of our spending is to 

be found -- and thus ask for more supplementary contributions and further efforts and 
sacrifices from the population. And ultimately that would lead to a deflationary policy 
which would be politically and economically indefensible. 


fOuestion)] Are there other remedies’ 


[Answer] Obviously the important thing is to reduce the burden of the public debt. For 
the coming vear I am making provision for an increase of 40 billion in credits instead 

of 70 billion. There is no sleight of hand. The calculations were carried out last April 
and account was taken of the development of interest rates on the international market, 
and they were rising. For some weeks they have been clearly falling. Therefore I am 
counting on a reduction in the rates, and a 1 percent reduction means 15 billion. I am 
settling for 1.25 percent, in other words 18 billion, and the rest are technical measures. 


[Ouestion] What if the rates increase again? 


[Answer] That is perfectly possible. If the rates increase at the end of the vear, I 
have built and provided myself with a safety mechanism which will give me at least the 
same seving in interest if not more. I have negotiated a “correction mechanism” with 
the financial institutions -- I have an agreement. But do not push the point, I do not 
want to say any more about it; it is secret. I am guaranteeing to the government that 
there will be no supplementary credits despite the my castling, as they say in chess, 
on the basis of the reduction in interest rates... There will be an arrangement with 
the banks, saving banks and so forth. But I do not think interest rates will increase. 
The population has no reason to worry, still less savers. Only the finance minister 
and his interlocutors are involved. 
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RErORT OUTLINES GROWING IMPORTS FROM THE USSR 





DW121427 Munich SUEDDEUTSCHE ZEITUNG in German 12 Aug 82 p 9 
[Dispatch signed For-] 


[Text] Bonn -- Also in the second quarter of the year imports from the USSR continued 

to develop strongly. While exports to the Soviet Union increased only slightly in the 
first 6 months, Russian deliveries to the Federal Republic increased by 60 percent. In 
contrast to the first half of 1981 the value of imports from the USSR was DM2.2 billion 
higher and thereby increased to a total of DM6 billion. Exports to the Soviet Union 
reached a level of barely DM4.6 billion. This resulted in an extraordinary trade deficit 
of DM1.4 billion in German trade with the USSR. 


The high increase in imports resulted from intensified imports and distinct price hikes 
in the field of fuels, c.ude oil, natural gas and gold for industrial purposes. These 
four categories accounte. for 80 percent of the import volume. In exports the decrease 
was coped with in the first quarter through a 14 percent increase. CGrowth rates vere 
achieved, above all, in the field of iron and steel but also in the delivery of machinery 
and rolling-mill installations. 


According to a report by the Federal Ministry of Economics the significance of credit 
financing for German exports to the USSR has decreased even further because of the high 
trade deficit and the current overall restraint of Cerman banks ir the financing of trade 
with the East. 


In the first quarter the USSR's level of deSts vis-a-vis German credit institutes decreased 
to a new low of DM3.591 billion. In 1976 the debts still amounted to DM5.3 billion. 
According to the Federal Economics Ministry's assessment the further development of trade 
with the Soviet Union will depend to a decisive degree on Moscow's priorities in the 
structure of import commodities as well as on German competitiveness. Connected with 
this was also the question of whether FRC firms will succeed once again in taking the 
leading place among the USSR's Western trade partners. In the first quarter of the vear 
the Federal Republic had to cede this position to the United States and Japan. 


ATTEMPTS MADE TO RESTORE FLIGHTS TO ARGENTINA 





LD121656 Hamburg DPA in German 1°03 GMT 12 Aug 82 


[Excerpt] Hamburg, 12 Aug (DPA) -- The Federal Government is making intensive efforts 
for Lufthansa to have its rights to operate in Argentina restored. The Foreign Ministry 
stated on Thursday that Bonn is in continuous contact with the Argentine Government on 
this question through the embassy in Buenos Aires. 


Argentina imposed a landing ban for Lufthansa aircraft on 30 June because the EEC states 
imposed boycott measures against Argentina as a result of the occupation of the Falklands. 
The Italian airline Alitalia was the only EEC airline not banned. 


It was stated in Bonn that the efforts to restore air traffic have little hope of success 
as long as the Europeans maintain their weapons embargo against Argentina. A Lufthansa 
spokesman in Cologne on Thursday pointed out that negotiations could also be impeded by 
the political power struggles in Argentina. 
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FEDERAL REPUBLIC OF CERMANY 


USSR CRITICISM OF U.S. TROOP MOVEMENT REJECTED 


— — -_-—— — 


LD131155 Hamburg DPA in German 1120 GMT 13 Aug 82 


\Text] Bonn, 13 Aug (DPA) -- Government Spokesman Lothar Ruehl rejected as absurd and 
ivorced fron reality Moscow's criticism of Washington's plans to move U.S. forces from 
he west of the Federal Repub. ic closer to the East German border. The Soviet Government 
newspaper IZVESTIYA had attacked these plans as being, among other things, warmongering. 
Ruehl told the press that such an interpretation did not serve the clarification of 

issues for the troop reduction taJks in Vienna. 


The government spokesman drew attention in Bonn to the fact that the United States had 

> and 1/2 divisions stationed in the Federal Repub)ic with about 200,000 men, 3 brigades 
of which -- the strength of 1 division -- were to be moved to the main U.S. garrison area. 
By contrast, there were 20 Soviet divisions on GDR territory which had been considerably 
strengthened during past years with regard to arms, firepower and mobility. The Soviet 
divisions thus had far more fighting strength than the standard divisions of NATO. 


The Federal wernment has repeatedly stated that under the NATO troop agreement it vas 
not obliged to make a financial contribution to Washington's planned troop move. 


POLITICIANS OBSERVE BERLIN WALL ANNIVERSARY 
LD131026 Hamburg DPA in German 0940 CMT 13 Aug 82 


[Text] Bonn/Berlin 13 Aug (DPA) -- Politicians in Bonn and Berlin remembered today the 
building of the Berlin Wall on 13 August 1961. CDU lower house Deputy Ottfried Henning, 
for example, described the wall as a sign of the East Berlin regime's continuing weakness 
and a symbol of the “GCDR's fundamentally helpless policy of isolation.” No one should 
accept this structure so hostile to people, said Henning to the press service of the 
CDU/CSU group. As long as the wall exists, normalization is not possible. 


The Berlin Senate and the “Association of Former Political Prisoners” laid wreaths at the 
memorial to the victims of Stalinism in Charlottenburg borough. The CDU group chairman 
in the Berlin Chamber of Deputies, Eberhard Diepgen, said on this occasion that the wall 
was a “symbol of the withheld self-determination of the German people and called for 

more contacts and meetings between people. One of the most important political needs 

is to have the compulsory minimum exchange levy reversed", he said. 


Deputy chairman of the Berlin SPD group, Norbert Meisner, called for the policy of 
detente to be continued consistently. Critics of the policy of detente were reminded 
that sanctions and retaliatory measures led to even greater entrenchment. FDP Group 
Chairman Horst Vetter stated that the policy of detente had proved itself “on the whole.’ 
The will for detente and the will for reunification should not, however, be mutually 
exclusive. 


PRESS VIEWS STAGNATION OF INTER-GERMAN RE‘ATIONS 





DW121022 Cologne Deutschlandfunk Network in German to East and West Germany 0505 GMT 
12 Aug 82 


[From the press review] 


[Text] NEVE OSNABRUECKER ZEITUNG deals with the inter-German relationship and writes: 

The sober balance sheets that will be presented on the 2lst anniversary of the Wall 

speak for themselves. They include death and misery, madness and arbitrariness. What is 
particularly disquieting in the development of German-German relations is the heavily 
increased number of the GDR's refusal to accept FRC citizens and West Berliners, for 

this is not attributable to mere coincidence or high-handed cction by subordinate 
authorities. Rather it is a gross violation of assurances given to the Federal Government 
for the extension of the Swing -- the interest-free overdrawing credit. 
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The Muenster WESTFAELISCHE NACHRICHTEN observes: What i 1961 has led to West Berlin's 
total sealing off remains the principal commandment als) today irrespective of the con- 
tractual arrangements achieved in the meantime: the absolute vill for delimitation. This 
has been altered least of all by the much-praised spirit of Lake Werbellin in which the 
Federal Government had placed its hopes a few months ago and in which they were then dis- 
appointed rather profoundly. The piece of candy that Honecker gave the federal chancellor 
when he was seeing him off after the visit to Maerkische Heide was nothing but a mockery: 
To this day Honecker has not honored the check with the hoped-for lowering cf the mandatory 
exchange rates, which Schmidt pelieved he had in his pocket. 


RHEINPFALZ raises the following question: Will he or won't he come -- GDR State Council 
Chairman Erich Honecker -- for the visit to the Federal Republic to which Federal Chancellor 
Schmidt invited him last December at Lake Werbellin? It almost appears as though German- 
German relations at present are reduced to this question. The answer may be expected 

after Honecker has wound u° his short leave in the Soviet Union which he started vester- 

day and in the course of which he will be received by Brezhnev in the Crimea. By refus- 

ing Rhineland-Palatinate Ninister-President Vogel and Schleswig-Holstein CDW faction 
chairman Hoffmann entry, the GDR itself has rendered absurd what it has repeatedly refer- 
red to as the good-neighborly relationship between the two German states. 


DIE WELT: ATLANTIC DISUNITY HARBORS DANGERS 





DW120946 Bonn DIE WELT in German 12 Aug 82 p 2 
[Thomas Kielinger commentary] 


[Text] Nothing but lessons were taught in Washington Tuesday, with different effects. 
President Reagan's voting defeat in the House Foreign Relations Committee, the rejection 
of the pipeline sanctions of the White House, in that respect appears to be the least 
harmful. It is improbable that the rebellious bill will really be made a law. And 
besides, there is still the presidential veto. 


What entails more serious consequences is the “lesson” taught by the U.S. Department of 
Commerce, its decision -- now taken for the second time -- on unfair practices of the 
European steelmakers. This decision has temporary lesal force and, hence, forces the 
importers to deposit punitive tariffs in the amount of the “unfair price margin” est- 
ablished by the U.S. ,uthorities. The surveys of the department will be adjusted for 
good in October, in keeping with available facts. 


The case is serious. Unless the alliance musters its willpower here and attains a com- 
promise, there will be but a small step left to open trade war. 


But the vote in the House of Representatives, too, harbors a lesson and a warning. As 

a result of it President Reagan is more isolated than ever before: This means that he not 
only has the alliance partners against him but also that he cannot show any majority in 
his own country which would back the pipeline sanctions. 


The magic word is consensus. Whoever lacks it or fails to achieve it ventures into path- 
less territory. It would have been good for Reagan had he been able to establish con- 
sensus in his own camp prior to the eruption of confrontations. At the moment everybody 
is just practicing rebellion and resistance. This is a dangerous drift. 
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PM130919 Paris LE MATIN in French 9 Aug 82 p 9 


[Text] The Lebanese Government should this morning present an official request to the 
French, U.S.. and Italian Governments to send contingents to Lebanon to form an 
internationa, force. That was stated in a press conference yesterday by French Ambassador 
Paul Henry following a meeting between U.S. and French military officials and diplomats. 


In that connection Paris has denied that French officers have already arrived in Beivut. 
but according to a good source a senior officer was recently seconded to the ambassador to 
supervise the military discussions. 


"The French forces will not have the job of ensuring the evacuation (of the Palestinians -- 
LE MATIN note) but of guaranteeing a degree of physical and psychological protection for the 
evacuation operation proper which will be conducted by the PLO itself...with the Lebanese 
Government's support and agreement,” French Ambassador to Beirut Paul Marc Henry said 
yesterday. 


According to the ambassador the total strength of the multinational force would be between 
2,500 and 3,000 men, including 800 French soldiers (350 initially). Questioned on the 

time needed to actually deploy the contingent, Mr Henry, who limited his reply to the French 
soldiers, put forward 15 August as a possible date for their arrival on Lebanese territory, 
although he stressed that no date had yet been fixed and that several scenarios could be 

env isaged. 


In addition the ambassador stated that one of the conditions posed by the PLO leadership 

for the evacuation of west Beirut was precisely that “the French element should be 
physically present in Beirut when the evacuation begins.” According to Henry, in the 
separate notes which will be sent to each of the countries approached, the Lebanese 
Government will specify “the status of the different forces, their operational room to 
manuever, the task they will have to fulfill and their coordination with the Lebanese Army.” 


Stressing that Israel “is not {n any way a party to the agreement" ~eached between the 
Lebanese Government wd the other three governments concerned, Henry nonetheless expressed 
the view “that it is difficult to see how those contingents could very well be brought in 
without some practical agreement from the Israelis." “The evacuation has been agreed and 

it may or may not be implemented according to the conditions set, and there is no doubt 

about the intention (of the Palestinians -- LE MATIN note) to leave,” the diplomat concluded. 


The Italian force will be provided by a battalion of light infantry, the army's crack troops, 
comprising 529 volunteers including 33 officers and equipped with 200 vehicles, some then 
armored. The arrival of those troops in Lebanon by air and sea will be carried out from 

4 to 11 days after the departure order. 
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ASSEMBLY APPROVES REVISED CONSTITUTION 
LDIZ2042 Lisbon Domestic Service in Portuguese 2000 GMT 12 Aug 82 


[Text] Ina historic decisioa, the Assembly of the Republic tonight approved .ne revised 
text of the constitution by a majority of 195 votes. Those voting in favor were: the 
Social Democratic Party, the Social Democratic Center Party and the Popular Monarchiut 
Party, which comprise the Democratic Aliiance; the opposition Socialist Party, the 


independent Social Democratic Association and the Union of the Left for Socialist Democracy. 


cer 
nirty-nine Portuguese Communist Party deputies and one Fopular Democratic Union Jepucy 


ve tec agains* while t re P« rtugue se DEeEMOoc rat ic Movement evstaixed. 


The text of the revised constitution will now go to the president of the republic for 


promulgation in the official gazette. 


PRIME MINISTER REPO.(S DROP IN INFLATION RATE 
LD130534 Lisbon Diumestic Service in Portuguese GO00 GMT 13 Aug 82 


‘Text] The prime minister said on Thursday night that the consumer prices in the past 3 


months pointed to an iaprovement in the rate of inflation. In a television interview, Pinto 


Balsemao said that the rate of inflation which had risen by 0.1 percent in May had dropped 
by the same percentage in July. 


The prime minister said that this was the first drop in the consumer prices index to be 
recorded since 25 April 1974. It should be mentioned that although the current rate of 
inflation has reached 23 sercent, Pinto Balsemao’s government has forecast a 17 percent 
rate for this year. 


On the forthcoming local government elections, Pinto Balseman expressed optimism over the 
outcome of those elections, adding that his forecast was based on certain data obtained in 
his party's victories in the by-elections for local authorities held this vear in various 
parts of the country. 
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CALVO-SOTELO SAID ‘MISQUOTED* ON MEDIATION OFFER 





PM121023 Madrid EL PAIS in Spanish 10 Aug 82 p l1l 


[Carlos Mendo dispatch: "Spain Confirms Its Desire To Act as a ‘Bridge’ Between Europe and 
Latin America™] 


[Excerpts] Lima -- Spain has confirmed its desire to act as a bridge between Europe and 
Latin America and has confirmed its intention to contribute to the “strengthening of all 
kinds of ties with the Latin American countries" in a solemn declaration of principles 
signed in Bogota by several heads of state and government who met in the Colombian capital 
on the occasion of the inauguaration of the new Colombian president, Belisario Betancur. 


Prime Minister Calvo-Sotelo signed the Bogota declaration together with the Bolivian, 
Ecuadorian, Venezuelan and Colombian pr..,idents and the chiefs of state of Nicaragua, Jamaica, 
Belize and St Christopher-Nevis-Anguilla, woments before leaving for Lima, which he leaves 
tomorrow for Madrid, via Caracas, where he will have a brief meeting with Venezuelan Leader 
Herrera Campins. 


Calvo-Sotelo's visit to the Peruvian capital was at one point placed under a cloud by remarks 
attributed to the Spanish prime minister in Quito -- an attribution which later proved in- 
accurate. In these remarks, Calvo-Sotelo was supposed to have offered Spanish mediation 

in the border dispute between Peru and Ecuador. Though the offer was never made, when 
reported in the Lima press it prompted a major commotion in Peruvian political and press 
circles. The daily EXPRESSO, owned by Peruvian Prime Minister Manuel Ulloa, published a 
report under the headline “Calvo-Sotelo Offers To Mediate in Nonexistent Conflict," arguing 
Peru's theory that Ecaudor’s border claims are nonexistent as far as Peru is concerned. 

This could be compared, in Spain's case, to Morocco'’s claims over Ceuta and Melilla. 


In fact what happened in Quito was that, asked by an Equadorian journalist whether Spain would 
be willing to mediate in the conflict, Calvo-Sotelo merely replied -- and there are tape 
recordings to prove it -- that Spain was always willing to cooperate in resolving problems 
affecting friendly countries “as long as they request it" and expressed the opinion that 

the best way to resolve differences lies in dialogue between the sides concerned. Pressed 

by journalists in Lima yesterday, the Spanish prime minister categorically denied having 

made any mediation offer and merely repeated the position stated in the Ecuadorian capital. 
Political and diplomatic circles expressed their belief that the misunderstandings will be 
duly clarified following today's (Madrid time) talk with the Peruvian head of state. 


BEIRUT EVENTS COST U.S. ‘ETHICAL PRESTIGE' 





PM121329 Barcelona LA VANGUARDIA in Spanish 9 Aug 82 p 5 
[Editorial: "Lebanon's Tragedy") 


[Excerpts] The long and distressing seige of west Beirut is proving to be a bitter fruit 
of what initially seemed like one of those rapid and crushing operations of which Israeli 
Strategists are masters. This applies to the military, political and moral aspects. 


For the United States in particular the prolongation of the bombardments and fighting and 
of the Beirut population's sufferings constitutes an embarrassing political obstacle, in 
part, precisely because of the detachment which the USSR is maintaining, the caution of the 
Arab countries and the distancing of Europe. 








Zw 
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Reagan and his administration can only crgue that with their attitude of tactical support for 
the Israeli operation they are nipping any dangerous internatioral repercussions in the bud. 
TASS took advantage of this undeniable fact when it stated recently that “the U.S. administra- 
tion could halt the aggression but quite obviously refuses to do so." In this connection, 
some have stressed the weakness of Washington's warnings to Israel, which in this case have 
not even been accompanied by the limited sanctions applied in the case of the aerial bombard- 
ment of the Tamuz nuclear power plant in Iraq some months ago. 


The fact is that Washington is directly involved in the Israeli operation because only the 
United States could halt it, as TASS says, but also because it is being carried out with U.S. 
weapons and in the final analysis with Washington's economic backing. In fact, the Reagan 
administration would now like to extract the maximum political benefit from this now difficult- 
to-remedy commitment to the Israeli aggression by achieving the practical dismantling of the 
PLO, at least as far as its active terrorism is concerned. But to achieve that, a rapid end 
would have to be put to the shameful spectacle of the seige of Beirut. It would be best if 
this were by means of an agreement and, in the last resort, by the logical conclsion of the 
military operation. 


The United States -- let alone Israel -- is losing dividends in Beirut in terms of ethical 
prestige for the sake of positive results in terms of a realistic policy. This is beyond 
question. But neither must it be forgotten that the origin of the Lebanese tragedy lies in 
the setting-up camp there of the Palestinian guerrillas effectively rejected by the Arab 
world, specifically at the time of the massacre in the Kingdom of Jordan in September 1970. 
Nor that the Palestinian guerrillas dismantled the Lebanese state and converted it into a 
foothold for the terrorist struggle on an international scale against Israel. Nor, lastly, 
that since 1976 some 30,000 Syrian troops, that is, troops of a country at war with Israel, 
have been on Lebanese territory and have on several occasions acted mercilessly against both 
the Christian militias and against the Palestinians themselves and the Lebanese progressive 
militias supporting them. The fact that these contingents of Syrian troops are in Lebanon 
with the Beirut authorities’ consent does not alter the fact that they have acted as an 
outright army of occupation which, moreover, though it has repeatedly created vioient situa- 
tions, has in no way helped the Lebanese to prevent Israel's invasion. 


SUAREZ ON COOPERATION WITH PSOE GOVERNMENT 
PM121451 Madrid ABC in Spanish 6 Aug 82 p 21 


[Text] Madrid -- Adolfo Suarez, chairman of the recently formed Democratic and Social Center 
(CDS), told foreign newsmen that his party would support the Spanish Socialist Workers Party 
[PSOE] rather than a center-right group. Suarez said that the CDS has no plans to contest 
the elections in a coalition with any other party. The former prime minister, at present on 
a visit to Bogota to attend the inauguration of Colombia's President-elect Belisario Betancur 
at the latter's invitation, reasserted to journalists the need for the predominance of civi- 
lian power and for the consolidation of democracy, which “is still threatened.” “The 
people's disenchantment,” he said, “could be reflected in threats to democracy itself. I am 
unwilling,” he stressed, “to live in a country that has to limit my own personal freedom 
because of alleged threats." 


Having admitted "I am not liked by the armed forces," Suarez said he has “great respect for 
the military, but none for any member of any institution that acts against democracy." 
Suarez is convinced that the armed forces would accept a hypothetical Socialist victory, 
“because that would be their duty and the expression of the people's will." “If the PSOE 
wins the elections,” he continued, “it will receive from us the same cooperation that it 
has granted to the nation's government during the past year." 


In answer to a reporter's question, the former prime minister said that he would not accept 
a post in a Socialist government: "My support for the PSOE,” he explained, “will be determined 
by a number of points of basic agreement, but it would not be altruistic because there is a 
name for this in politics: ‘fellow travellers. 
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Nevertheless, Adolfo Suarez made it clear that his party would support 2l1 groups agreeing 
with the CDS’ prime objectives, though such support could not be given to 4 center-right 
coalition, which would radicalize the country and lead to a bipolarization. 


Suarez stated his belief that the generai election will be held in mid-November or possibly 
in December. “It all depends," he said, “on the information available t° ths prime minister. 
I believe the Cortes will be dissolved 15 or 16 September." 


UCD'S CAVERO COMMENTS ON PARTY DEFECTIONS 





PM121531 Madrid EL PAIS in Spanish 10 Aug 82 p 9 


[Text] "Those of us who have remained within the Union of the Democratic Center [UCD] form 
the vast majority,” Inigo Cavero, secretary general of the ruling party, Said yesterday at 

a press conference held to play down the importance of the recent defections from the UCD 

to Oscar Alzaga's Popular Democratic Party [PDP] and Adolfo Suarez’ Social and Democratic 
Center [CDS]. Other Center circles, however, privately expressed their fears regarding the 
daily “drain" to other groups. Interior Minister Juan Jose Roson said yesterday that “it 
would be a bad thing for the UCD if the moral backing were for Suarez and the official back- 
ing for the UCD.” 


Inigo Cavero announced that [UCD Chairman] Landelino Lavilla will convene the Political Council 
in September, but probably not to revoke the decision forbidding the party to contest the 
elections in a coalition with other parties. Though he did deny outright the possibility 

that the council could ultimately authorize a preelection coalition, despite the same body's 
decision at the beginning of July, he stressed that the actual composition of the Political 
Council makes this rather unlikely. He played down the contradictory remarks made by Prime 
Minister Calvo-Sotelo on his visit to Latin America, from which he initially seemed to be 
inclining toward a broad center coalition, and preferred to concentrate on the subsequent 
remarks, in which the head of the government confirmed his loyalty to his party bodies" 
decisions. 


Cavero expressed the opinion that it would be advisable for parliament to reopen in September 
to debate the pending statutes of autonomy. In his opinion, this would be possible as long 
as the deputies that have "fled" to the PDP and CDS remain loyal to the Center parliamentary 
group. Without explicitly saying so, he nevertheless made it clear that the elections will 
take place in 1982, which will mean the dissolution of parliament in September. 


According to Cavero, the impact of the departure of certain deputies for the PDP has been 
very small, since the majority of them had little chanceof being included in the UCD's lists 
again. As for the “escapes” to the CDS, he said that “as far as the UCD proper is concerned, 
the establishment of Adolfo Suarez’ party has not caused much of a distortion. 


Cavero did not miss the opportunity to attack Suarez, whose ideological difference with 
respect to the UCD is imperceptible, he said. The UCD secretary general joked about the 
former prime minister's alleged ignorance of the term “community personalism" contained in 
the CDS manifesto -- a term which, being inspired by a Christian Democrat (Mounier), Cavero 
said he liked. With regard to Fernandez Ordonez’ Democratic Action Party, he merely expressed 
the opinion that “it is non-existent." He said of Antonio Garrigues that it would be best 
that he join the UCD and not add a further party to the existing ones. 
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DENMARK 


PARTY AIDE CRITICIZES U.S. ‘CONFRONTATION’ POLICY 








PM121407 Copenhagen AKTUELT in Danish 11 Aug 82 p 2 
[Social Democratic Defense and Foreign Affairs Committee Chairman Lasse Budtz article] 


[Text] Should you punish an opposite number you do nut agree with by refusing to talk to 
him? Or should you rather sit down with your opposite number and discuss the differences 
in your views in the hope of getting at least some of the problems out of the way? 


We cannot deny that the first method can undoubtedly be the correct one in some situations. 
But when we are dealing with power politics and something as important as world peace the 
latter method must be seen as the most desirable. 


This at least is the general view in West European nations, while President Reagan is 
clearly a believer in the former method. The first is the big stick method, the second 
the carrot. 


We could also say that Reagan is still using the confrontation method because he believes 
that it imstilis respect. The Europeans are seeking to avoid direct confrontation because 
they take the view that it is an obstacle to concrete results. 


When Reagan visited Europe earlier in the summer he more than aired the idea of a summit 
with President Leonid Brezhnev. After his return to the United States he first ignored the 
idea and since then has obviously buried it. 


This underlines the fact that Reagan is obviously going through a phase in which he has 
no intention of bowing to European views. This could also have something to do with the 
approaching U.S. elections. 


Reagan's view is that Brezhnev does not “deserve” a summit because the Soviet Union is 
still present in Afghanistan and because there has not been any progress in Poland. The 
Europeans often feel that some results could be achieved in both cases if there were more 
talks -- including high-level ones. 


Buc Washington is afraid that a summit would give rise to excessive expectations or lead 
directly to a crisis. 


Brezhnev has been prepared totake part in a summit the whole time, although he was unwilling 
to take part in a summit held, as it were, in the corridors in connection with the UN 
session on disarmament, as Reagan had proposed. 


But Brezhnev was ready to hold a summit in Finland or in Switzerland. However, this was 
something which Reagan did not want. 


There would be quite enough to discuss. At present there are two sets of nuclear arms 
negotiations going on with the exclusive participation of the two superpowers. These 
are taking place in Geneva, and at the one European medium-range missiles are being 
discussed, while the other concerns long-range strategic arms. 


Recently the Soviet Union has at least made attempts to have the two sets of talks linked 
to one another, as was to be expected. The Soviet Union has declared its willingness to 
cut down the number of its long-range strategic arms if the United States refrains from 
deploying medium-range missiles in Europe, which would be the response tc the Soviet 
Union's SS-20 missiles. The Soviet Union would also limit the number of its long-range 
bombers. 
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The United States has rejected the Soviet proposal, partly because it includes bombers, 
which the United States would prefer to exclude for the present, partly because the 

Soviet Union mixes long-range and “medium-range” missiles together, anc finally because the 
United States has put foward its own proposal for limitations on the arsenals of long-range 
weapons. 


The United States has proposed larger reductions in the Soviet Union than in the United 
States because the Soviet Union has more of these arms. But despite this lack of balance 
the U.S. proposal is still better than nothing if it could be implemented in purely 
theoretical terms. 


It looks as if it cannot be, and it is very likely that there will be no agreement unless 
Reagan sits down at tiie same table as Brezhnev and talks about things. Perhaps Reagan will 
realize this if at a later date it finally becomes apparent that no further progress is 
possible along the present paths. 


But there are other topics which could and should be discussed at a summit -- the 
Middle East, for example. 


A U.S. diplomat and former ambassador in Moscow and Israel, Malcolm Toon, wrote in an article 
in the Los Angeles TIMES recently that perhaps the time has -ome to involve the Soviet 

Union in the Middle East peace process. This would give the United States someone with 

whom to share the burden. 


It is fairly certain that Reagan does not share Mr Toon's views, because Reagan believes that 
the United States would lose its influence if the Soviet Union were brought it. 


It is by no means certain that things would take such a course. Soviet participation in the 
peace efforts could perhaps help to produce developments in which the so-called extremist 
Arab nations would more or less be forced to participate in an arrangement, one of the 
conditions for which would be recognition of Israel's right to exist. 





U.S. unwillingness to talk with the Soviet Union at top level is not the most important 
factor affecting East-West relations. U.S.-European disagreements within the system of 
Western cooperation are already so great that it is not necessary to look for an; more. 


But in the long run it goes without saying that the U.S. attitude is harmful. An important 
question is whether Washington can expect the Europeans to accept the policy of confrontation 
at some point in time. In peace time. And the main objective is, after all, the preservation 
of peace. 


FINLAND 


USSR_NONFERROUS METALLURGY MINISTER ARRIVES 





LD101838 Helsinki Domestic Service in Finnish 0930 GMT 10 Aug 82 


[Text] USSR Minister of Nonferrous Metallurgy P.F. Lomako today arrived on an 8-day visit 

to Finland. He is to have talks this afternoon with his host, Minister of Trade and Industry 
Esko Ollila. During his visit Minister Lomako will also meet Prime Minister Kalevi Sorsa. 
Possibilities for Finnish-Soviet cooperation in the field of nonferrous metallurgy will 

be discussed during the visit. The visit is to end on 17 August. 
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NORWAY 


GOVERNMENT BACKS INDUSTRIAL CONTRACTS WITH USSR 





PM131007 Oslo ARBEIDERBLADET in Norwegian 12 Aug 82 p 26 
[NORSK TELEGRAMBYRA report] 


[Excerpt] Oslo -- The government has given Norway's shipbuilding and engineering industries 
the go-ahead to enter into contracts with the Soviet Union for the supply of expertise and 
equipment to be used in oil and gas prospecting and production in the Barents Sea, Trade 
Minister Arne Skauge told NORSK TELECRAMBYRA. 


Norwegian Foreign Ministry Under Secretary Ellvinn Berg also said thai the United States 
has been informed that the contracts between the Norwegian industry and the Soviet Union 
will be in complete agreement with undertakings Norway has made with regard to the supply 
of advanced technological equipment to the Soviet Union. 


Berg said that Norway is not expecting any strong U.S. reaction. Last month the government 
discussed the issue's political and commercial aspects and reached the decision that it 
had no objections. 


Both Skawuge and Berg stressed that these Norwegian deliveries are not a parallel to the gas 
pipeline agreements between the Soviet Union and several West European countries which 
President Reagan reacted to with comprehensive U.S. sanctions. 


Reagan takes the view that the gas pipeline agreements make West Europe dependent on Soviet 
energy supplies and that this increases the danger of Soviet political pressure. This 
view is rejected by the governments in West Europe. 


Under Secretary Berg pointed out that Norway has its own oil and gas resources. In addition 
Norwegian supplies of equipment would be incomplete accord with the undertakings Norway 
has made with regard to the supply of advanced technological equipment. The deliveries 
would also be on the usual credit and interest terms without any special treatment for 

the Soviet Union. 


This means that there is no parallel with the gas pipeline agreement, he said. 


When asked if the contracts could have any effect on the problem of the demarcation line 
in the Barents Sea, Berg replied that Norway was naturally assuming that the equipment 
supplied would be used exclusively in undisputed Soviet sectors. 


“We have made it clear to the Soviet authorities on several occasions that Norway takes 

the view that neither of the two parties involved in the demarcation line negotiations should 
do anything in the disputed sector which could complicate the work toward reaching a final 
agreed solution to the demarcation line problem," Under Secretary Berg said. 


"We therefore exclude the possibility that the equipment supplied will be used in the 155,000 
square kilometer area between Norway's median line proposal and the Soviet sector line 
demands," he said. 


POLITICAL SUPPORT FOR PALESTINIAN STATE GROWING 





PM111435 Olso AFTENPOSTEN in Norwegian 6 Aug 82 p 3 
[Terje Svabo report] 


[Text] A militarily crushed PLO is resulting in increased support among Norwegian politicans 
for the demand for self-government for the Palestinians. 
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However, views are divided on what fors this self-government should take, and there is an 
absolute demand that the PLO recognize Israel‘s right to exist within internationally 
recognized borders. The Palestinians’ right to self-government now has the support of 
Christian People’s Party Chairman Kare Kristiansen, who yesterday added his voice to the 
calls for a “self-governing Palestinian entity.” 


It is the most recent events following the Israeli invasion of Lebanon which have led to 
the present situation in which Norwegian politicans are giving greater support than in the 
past for the Palestinians’ right to self-government. There is still disagreement on the 
role of the PLO and its representatives, but a few weeks ago very few people would have 
thought that leading representatives of the Christian People's Party would give their 
backing to Palestinian self-government. 





Last week Christian People's PartyStorting Deputy Asbjorn Haugstvedt, who is also chairman 
of the Friends of Israel, voiced his support for the idea of a state for the Palestinians. 
Yesterday Party Chairman Kare Kristiansen followed this up in an interview with VART LAND 
in which he left open the possibility of a self-governing Palestinian entity. Both the 
pro-Israeli politiciansmade it a condition that the PLO recognize Israel. 


Conservative Party Chairman Jo Benkow told AFTENPOSTEN that a militarily crushed PLO could 
lay the foundation for some form or other of Palestinian self-government. He added, however, 
that it is not clear where a Palestinian state should be and said that it is unrealistic to 
imagine a Palestinian state on the West Bank or in the Golan Heights. The Conservative Party 
chairman pointed out that for decades the PLO has been firing on Israel from these areas and 
used them as bases for raids into Israel. 


"The most striking feature of the present situation is the Arab nations’ negative attitude 
toward a Palestinian state under the leadership of the PLO. This should give those who are 
toughest in their criticism of Israel at present reason to think again,” Benkow said. 


He stressed the Palestinians’ right to a life of human dignity, but questioned whether this 
would be possible through the formation of a state under the PLO. Benkow also stressed that 
Palestinian self-government depends on whether Israel is given guarantees that the country 
will be able to live securely within international recognized borders. 


One of the Labor Party's members of the Storting Foreign Affairs Committee, Liv Aasen, told 
AFTENPOSTEN that the Labor Party is concerned -- and was also concerned when it was in 
government -- with finding a solution to the problems in the Middle East which would 
embrace the rights of the Palestinians. 


“The Palestinians themselves must be drawn into the negotiations aimed at volving the 
Palestinian problem. No one today is more representative of the Palestinian people than the 
PLO. The Palestinians must be given the right to have their own homeland, and this should 
take the form of the formation of their own state if this is their wish,” Aasen said. 


She pointed out that such a solution can only be possible if Israel's right to exist is 
recognized. She added that at the same time as the PLO recognizes Israel, Israel in its 
turn must recognize the PLO as the representative of the Palestinian people. 


Liv Aasen said that at present the most important issue is not a discussion of where a 
Palestinian state is to be located, but an agreement on the principles which could bring 
lasting peace to the Middle East. 
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CYPRUS ASKED TO ASSIST PLO PULLOUT FROM LEBANON 





NC130638 Nicosia CYPRUS MAIL in English 13 Aug 82 p 1 


[Text] “No question has arisen about Cyprus accepting Palestinian fighters but Cyprus 

will continue to grant all possible facilities to the Palestinians and the Lebanese people 
and those who wish to help the war victims", Foreign Minister Mr. Rolandhis told the “CYPRUS 
MAIL” yesterday. 


He was asked to comment on report that France and personally the French Foreign Minister 
Mr Cheysson, had been in touch with him for permission to use Cyprus ports for French naval 
vessels connected with the proposed PLO pull-out from Lebanon and for the movement of a 
multinational force to police the operation. 


The minister confirmed that the Cyprus Government had accepted the French request in line 
with its policy of helping the Palestinian and Lebanese people in their present plight. 


“If there would be any other requests by other nations intending to participate in the 
multinational force such as the USA and Italy or any other country these would be favourably 
entertained by the Cyprus Government,” Mr. Rolandhis said. 





Because of its location Cyprus has become a transit point for help to Lebanon as evidenced 
by the International Red Cross operation. 


Foreign diplomats, mediators and others use Larnaca Airport for trips to and from Lebanon. 
Lebanese and foreign evacuees have used Cyprus ports and airport before going on to their 
final destinations. 


INTERCOMMUNAL TALKS RESUME AFTER SUMMER RECESS 





WC121741 Nicosia Domestic Service in Greek 1630 GMT 12 Aug 82 


[Text] After a suspension of more than 1 and 1/2 months, the intercommunal talks were 
resumed this afternoon at the Ledra Palace Hotel. In a statement before the meeting, the 
UN secretary general's special representative in Cyprus, Gobbi, said that the discussion 
cf points of evaluation, which had not finished, would continue at today's meeting. We 
shall continue the work, he added, as we have done thus far; that is, slowly but always 
advancing. 


In reply to a pertinent question, Gobbi said that because of recriminations, it can be said 
that the atmosphere is not the best that could exist. He went on to say: This tension, 
of course, has a negative influence on the talks, but we shall overcome it. 


In reply to a question on whether he would discuss the prevailing negative atmosphere, 
Gobbi said that this would depend on the two sides. 


The Greek Cypriot side's representative at the talks, Mavrommatis, stated that at today's 
meeting the discussion would continue on some points connected with the executive authority 
and then a discussion would begin on the legislative authority. In reply to a question on 
whether the Turkish Cypriot administration's decision to give deeds of ownership for Greek 
properties in the occupied territoreis would affect the talks, Mavrommatis said that the 
government has taken the necessary measures. What will happen at the intercommunal talks, 
he added, is of a confizential nature. 
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The Turkish Cypriot side's representative, Onan, answering a question on whether other issues 
would be discussed at today’s meeting in addition to the executive and legislative authorities, 
said that certain statements could possibly be made on current issues. Asked to clarify his 
reply, Onan said that the atmosphere of the talks is good, friendly and useful. However, 

he added, the atmosphere outside the talks has rather warmed up. Onan said that for the 

time being, the outside atmosphere has no repercussions on the talks, and expressed the hope 
that it will not affect them in the futvre. 


In reply to a question connected with the deeds to be given for Greek properties, Onan 
alleged that this is not something new and that it does sot concern deeds of ownership but 
certificates of occupation. This, he added, has taken place on the Greek side too and has 
been in force on the Turkish side since 1977. 


Outlock Pessimistic 
NC130935 Nicosia 0 AGON in Greek 13 Aug 82 p 2 
[From “Our Positions” column: “With I11 Omen™] 


[Text] Yesterday's resumption of the intercommunal talks could not have begun under worse 
omens. The talks have resumed in a heavy atmosphere, the reasons for which are: 


-- The Turkish threats to break off the talks and declare a separate state in the event 
recourse to the United Nations is taken. 


-- Bringing back to the limelight the alleged economic embargo and the threat to withdraw 
from the talks if the embargo continues. 


-- Denktas’ threat of the interim settlement of Varosha as long as the embargo continues. 


The international talks were not productive when conditions were better. The new climate 
of tension being cultivated by the Turks does not allow for optimism that the talks will 
bear fruit during the remainder of its lifespan. 


The intransigent Turkish stand has even become harder at a time when the territorial issue -- 
one of the most thorny aspects of the problem -- is to be discussed. 


The decision of the Denktas regime to proceed in providing title deeds of Greek property 
[to Turkish settlers], irrespective of how invalid this action may be, prejudges also the 
stance that the Turkish side will keep on this issue. 


Denktas Views 
TA121341 (Clandestine) Bayrak Radio in English to Cyprus 1115 GMT 12 Aug 82 


[Text] President Denktas received this morning the United Nations special representative 
in Cyprus, Mr Hugo Gobbi. In a statement at the end of the meeting, President Denktas 
said that they had made an assessment of the present situation. He recalled that there 
was progress at the Cyprus intercommunal talks and that this had al . been confirmed in 
the United Nations’ secretary general's report. He repeated tha. che only way for a 
solution of the Cyprus problem was through the intercommunal talks. 


President Denktas stressed that a solution of the Cyprus problem could only be found in 
Cyprus and any other solution to be fo.nd elsewhere could not be imposed on the Turkish 
Cypriot community which was a sovereign partner of the independence of Cyprus. 
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Because of this, said President Denktas, the Greek Cypriot decision to take the Cyprus 
problem to the United Nations could only be the decision of those who want to obstruct 
the paths of the Cyprus intercommunal talks. He stated that this Turkish Cypriot view 
had been communicated to Mr Hugo Gobbi. President Denktas said that, in fact, the 
United Nations secretary gen:ral had informed the two sides in Geneva that taking the 
Cyprus problem to the United Nations was not compatible with the intercommunal talks. 
He stated that because of these facts the Turkish Cypriot community would be sitting at 
the negotiating table during this afternoon's session of the intercommunal talks in a 
positive attitude. He added that the Turkish (Cypriot side was awaiting the Creek 
Cypriot leadership to give up their decision of taking the Cyprus problem to the United 
Nations. 


President Denktas said that there were press reports on the Greek Cypriot decision of a 
recourse to the United Nations, but that the Turkish Cypriot response would depend on 
future actions and not on press reports. He stressed that until such time, the 
Turkish Cypriot side would continue to sit at the negotiating table in a positive 
attitude. He stated that if the Greek Cypriots take the Cyprus problem to the United 
Nations, then the intercommunal talks would be suspended. He stated that the 
resumption and the conditions under which the talks might be resumed would be [words 
indistinct] at the appropriate time. 


President Denktas said that he had also informed Mr Gobbi that the Turkish Cypriot side 
could not stay inactive in the face of intensified Greek Cypriot economic embargo which 
was contrary to the principles of human rights and the United Nations Charter. He 
Stated that the continuation of the embargo was aiso adversely affecting the atmosphere 
and was contrary to the spirit of the talks. He stressed that the Turkish Cypriot 
community would not accept such a situation. 


ROLANDHIS PREPARES DRAFT PLAN FOR UNGA RECOURSE 





NC130810 Nicosia 0 AGON in Greek 13 Aug 82 p 1 


[Text] The government spokesman has confirmed reports that Foreign Minister Rolandhis 
has prepared a draft plan for Cyprus’ recourse to the UN General Assembly which has 
been handed to President Kiprianou. 


The draft plan was prepared with the cooperation of the Greek Embassy in Nicosia and it 
will be the subject of consultations with the Greek Government. It will then be 
submitted to the Nonaligned Coordination Bureau which, after having prepared a relative 
resolution, will submit it to the UN General Assembly for approval. 


I SIMERINI DISAPPOINTED IN PAPANDREOU POLICY 











NC120802 Nicosia I SIMERINI in Greek 12 Av, 82 p 1 
[Editorial: “Following the Crisis..."] 


[Text] The well-known demand “Sink the Hora” [Turkish oil prospecting vessel in the 
Aegean] came from Papandreou when he was in the opposition. The statement “Intercept 
the Turkish aircraft" -- but do not shoot them down <-- belongs to Prime Minister 
Papandreou. What is the reason for this difference in determination and demand? This 
is so because it appears that in Greece the connection between government and the 
opposition is black and white. But the theme today is not on this; it is the real and 
genuine interest of the Greek prime minister in Cyprus and its problem. 


When he was in the opposition, he strongly fought the amateurish -- 1s he called it -- 
and indifferent New Democracy policy on the Cyprus problem. He particularly, and 
repeatedly, branded as nationally unacceptable the policy “Cyprus makes the 
decisions"... When he became prime minister the Greek Cypriots rejoiced. At last a 
new era was opening. When he took over power he made statements almost everyday on 
Cyprus and its salvation being priorities. When he came here he was crowned with 
laurels for what he had said and for what was expected to result from his promises. 
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Then the crisis is the Athens-Nicosia relations suddenly came about. The minimum program 
was denounced by Maoudhas as a dangerous choice and development. PASOK's paper EXORMISI 
published warnings and threats of punishment to the surprise makers. The minimum program 
was described by official quarters in Athens as undermining the Creek prime minister's drive 
for a nationally honorable and mainly effective policy on the Cyprus problem -- a policy 
which was already described to the people as “the light at the end of the tunnel.” 


However, there was no light, instead there was the darkness of crisis in Athens-Nicosia 
relations. Since then, Athens and Nicosia has been having rare meetings and its has been 
announced that they discussed, agreed on and jointly planned fresh actions regarding the 
Cyprus problem. Since then there have been two determinative tangible facts: 


Fact one: There has been a change in the Greek prime minister's interest in the Cyprus 
problem. For months now he has not spoken about Cyprus and its problen. 


Fact two: The Athens-Nicosia relations are not brotherly, genuine, friendly, or hostile... 
they are wavering or they are in a state of suspense.... 


The Greek Cypriots are wondering: Is Papandreou now going to follow in the footsteps of 
Karamanlis’ indifference because the Cyprus problem is a burning problem? The people do 
not want to believe this.... Papandreou's absolute silence over the crisis, which has been 
created by the minimum program and by Maroudhas, and hi- obvious avoidance to make any 
statement on Cyprus indicate that there has been a change in the new prime minister's zeal 
and that the recent crisis has left its indelible and somewhat paralytic marks on the 
prime minister's genuine enthusiasm. 


Now, of .ourse, the Greek prime minister is facing serious internal problems in Greece. 
Thes. problems concern the implementation of his numerous promises to the Greek people in 

a period of serious recession in the Greek economy. These problems also refer to the forth- 
coming political campaign within the framework of the municipal elections to be held in 
Greece next October. A PASOK victory during these elections would be of particular 
significance. This has compelled Papandreou to cooperate to some extent with Florakis.... 





But how can such a cooperation allow him to point out to Kiprianou the dissolution of the 
popular front and the rejection of the minimum program? It seems that Mr Papandreou's 
internal problems will not allow him to proceed within the foreseeable future with any strong 
or even timid action for assistance to Cyprus on its external or internal problem. This 

is another pessimistic aspect for the future of Cyprus at a historical hour when there 

should have been unlimited and well-founded optimism that at last Greece has resolutely 
undertaken its responsibilities! 
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PAPANDREOU STATEMENT ON U.S. BASES NEGOTIATIONS 





NC130840 Athens Domestic Service in Greek 0700 GMT 13 Aug 82 


[Excerpt] The negotiations that will be held on rhe issue of the U.S. bases in Greece 
will start anew and will not simply concern the determining of the boundaries of the 
status quo. Prime Minister Andreas Papandreou made this statement during the discussion 
on the bases held at the Council of Ministers session yesterday. The prime minister added 
that the Government Council on Foreign Policy and National Defense [KISEA] needs to hold 
more meetings on the final Greek positions, which will then be conveyed to the members of 
the Council of Ministers. 


LEBANESE DELEGATION URGES EEC EMBARGO ON ISRAEL 





NC121522 Athens ELEVTHEROTIPIA in Greek 12 Aug 82 pp 1, 14 
[Reportage by Katerina Koletsi] 


[Excerpts] "The Lebanese National Movement, which represents and rallies all the 
democratic-progressive forces, will never accept the presence of Americans in Lebanon, not 
even within the UN peace force.” 


This statement was made by 4 three-member delegation of the Lebanese National Movement upon 
their arrival yesterday at Ellinikon Airport. With its statenent, the National Movement 
makes it clear that: 


-- It considers the United States responsible for the tragedy that is developing in 
Lebanon and it is not prepared to accept American-inspired solutions. 


The Lebanese National Movement delegation consists of Karim Muruwah, Marwan Faris and 
Ghazi al-‘Aridi. In Athens, they will have contacts with government officials and the 
political parties. This morning they will meet with Deputy Foreign Minister K. Papoulias 
and with a PASOK delegation. 


They have said that their visit to Athens, which takes place immediately after a similar 
visit to Paris, aims at two goals. Karim Muruwah stressed: 


"The most basic thing we seek from the Greek Government, as well as from the French 
Government, is that these two friendly countries, which have been in such strong solidarity 
with our struggle, try once again to raise within the other EEC member states the 
question of a political and economic embargo on Israel. 


"At the same time, we want to thank the Greek Government and people who have so generously 
offered us whatever they could.” 


The Lebanese National Movement delegation is touring Europe in an attempt to win the 
diplomatic “war" and help the fighting Lebanese and Palestinians. 


The members of the delegation have insisted that: “The organized aggression was not 
launched nor is it taking place in Beirut for the reasons put forward by the Israelis. 
The aim of their savagery is the occupation of Lebanon. However, this will not happen. 
The battle is still at the beginning. The terms set by Sharon and Habib (editor's note: 
The first is the Israeli foreign minister [title as published] and the latter is the 
U.S. envoy) cannot be accepted. 


"The Lebanese Government may accept the Habib agreements and want to impose them. But 
we will not accept all this just like that. We will resist with all means and we would 
accept a UN peace force only after the withdrawal of the Palestinian fighters.” 
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Delegation Meets Papoulias 
NC121823 Athens Armed Forces Radio in Greek 1800 GMT 12 Aug 82 


[Text] Deputy Foreign Minister Karolos Papoulias today received a delegation of the 
Lebanese National Movement. The delegation briefed Papoulias on the latest developments 

in Lebanon and expressed thanks on behalf of the National Movement and the Lebansese people 
for Greece's moral and material support for the Lebanese and Palestinian people. 


The deputy foreign minister reassured the Lebanese representatives that Greece will continue 
to support the Arab nation's struggle for a just uad overall solution of the Middle East 
problen. 


ISRAELI SECURITY MEN REPORTED ON GREEK SHIPS 





NCO92128 Athens ELEVTHEROTIPIA in Greek 9 Aug 82 pp 1, 14 


[By Fivos Oikonomidhis | 


[Excerpt] Greek officers of the port police have arrested three members of the Israeli 
security forces on the Greek ship Veryina for having automatic guns, revolvers and hand- 
grenades in their possession. We are in a position to disclose this scandalous event 
today. At the beginning of the summer, Greek officers of the port police secret service, 
who were accompanying the ship Veryina during its Piraievs-Iraklion-Limassol-Haifa run, 
found the movements of three young Israeli passengers suspicious. A search of their cabins 
led to the discovery of automatic guns, revolvers and handgrenades hidden in a sack. The 
ship was then on its way from Haifa to Piraievs. The port policemen took the three 
Israelis off the ship upon their arrival at Piraievs. The presence of armed Israelis on 
a Greek ship, which is part of Greek territory, required that they be brought before the 
public prosecutor. On being interrogated, the Israelis maintained that they were 
accompanying a group of Israeli tourists going to Greece and that they were protecting 
them from a possible “terrorist attack.” 


For a long time the Israeli secret service, particularly Mossad, has been using the argument 
of a Palestinian commando attack in order to move undisturbed between Greece, Crete and 


Cyprus. 


In the spring of 1979, ELEVTHEROTIPIA disclosed the existence of Israeli agents policing 
the Piraievs-Limassol-Haifa route from Greek territory. A question was also raised 

on this matter in the Chamber of Deputies, and for some time the Greek authorities -- who 
then cooperated with the Israeli services and held joint meetings between officers of both 
countries at the Piraievs port office -- had then adopted certain measures to limit the 
Israeli activities, but later they reduced them. After 18 October 1981, when PASOK 

assumed power, the port body and its security forces decided to adopt more drastic measures. 


The Greek ships, which constitute part of the Greek state, should have exclusively Greek 
officers of the port police on board during the Piraievs-Limassol-Haifa run. This, 
however, was not accepted by the Israelis. The Israelis consider it a necessity for 
men from their secret service to move semiofficially on the Piraievs-Crete-Cyprus route. 


A general of the Israeli Armed Forces, who had been discharged from service, lives permanently 
in Athens and is attached to the Israeli Consulate in Athens under the name of “David.” 

He has contacts with the men of the Israeli security forces who come to Piraievs. Greeks 

of Israeli origin (who are members of the Israeli community here) also have contacts with 

the tourist groups and the “guides” from Israel. 


According to absolutely reliable information, the men of the Israeli secret service 
continue to accompany the tourist groups from Haifa to Cyprus and Greece as passengers, 
under the strange tolerance of a few. 
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TWO SOLDIERS KILLED BY SOVIET FIRE 10 AUC 





TA122022 Ankara Domestic Service in Turkish 2010 GMT 12 Aug 82 


[Text] Two Turkish soldiers were martyred by shots fired by Soviet border guards the 

day before yesterday [10 August] at the Turkish-Soviet border in the Cildir district of 
Kars. A statement by the Foreign Ministry spokesman's office says that the incident vas 
immediately protested to the Soviet Union by the Turkish Government. The statiment says 
that it is regrettable that such an uncacceptable action vas taken when a mechanism exists 
permitting the solution of border disputes Setwveen our country and the Soviet Upion. 

The two Turkish soldiers martyred by the Soviet border guards are Ectugrul Kayali from 
Ankara and Ali Akarsu from Cazianter. 


PAKISTANI MINISTER ARRIVES ON OFFICIAL VISIT 





TA122041 Ankara Domestic Service in Turkish 2000 GMT 12 Aug 82 


[Text] Pakistani Minister of Culture, Sports and Tourism Arbab Niaz Mohammad arrived in 
Turkey today. The visiting minsiter was received at Ankara's Esenboga Airport by Culture 
and Tourism Minister Ilhan Evliyaoglu. In a statement at his arrival, the Pakistani 
minister recalled that very close ties of friendship and brotherhood existed between his 
country and Turkey. He said that the promotion of cooperation between the two countries 
in the fields of culture, tourism and sports would be discussed during his talks in Ankara 
with Turkish officials. 


He is expected to begin his official talks tomorrow and to meet with Prime Minister Bulent 
Ulusu. After visiting Konya, tzmir and Istanbul, following his visit to Ankara, 

the Pakistani minister and the delegation accompnaying him will depart Turkey on Wednesday, 
18 August. 


DEPUTIES EXPRESS CONCERN OVER NEW CONSTITUTION 





TA121915 Ankara ANATOLIA in English 1520 GMT 12 Aug 82 


[Text] Ankara, 12 Aug (AA) -- The Consultative Assembly debate on the draft constitution 
continued Thursday, with a number of deputies voicing concern over the extensive povers 
given to the president. 


Yavuz Altop said the drafting [constitutional] committee had apparently wanted to strengthen 
the constitution, *“t had neglected to put in effective checks that would restrain it 

from anti-democratic and illegal tendencies. The committee had also failed to provide 
adequately for the strengthening of modern institutions of pluralist democracy such as 

the press, the judiciary and professional organizations. The presidential election process 
in the draft could well enable the political party enjoying an absolute sajority in the 
National Assembly to elect its partisan head of state, with grave consequences for the 
nation’s political life. 


Mrs Ture Tuncbay also feared social and political quarrels could diminish the prestige 
of the presidential post. 


Ismail Sengun found the draft constitution lacking in an economic philosophy and called 
for formal recognition of the public sector and a mixed economy. 


The following excerpts are from the Consultative Assembly debate on the draft constitution: 


Abdulkadar Erener: The parliamentary system deteriorated the rule of law, and the military 
was forced to come in and save the situation. 


Mustafa Yucel: Human thought cannot be mortgaged by any force (on basic freedoms). The 
draft wants to take away by the ladle what is given by the spoon. 
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Abdullah Abim Igneciler: The prvzss staried an intensive campaign against the draft 
constitution as soon as it was announced. 


Muhsin Zekai Bayer: The draft constitution intends to protect the less-than-a thousand big 
landowners. The provision for nationalization of any land at current value instead of 
tax-declaration value meant there could be no real land reform. 


Nuri Ozgoker: Individual members of the drafting committee have placed so many reserva- 
tions on articles of the draft that they should either resign or re-draft the constitution. 





MILLIYET URGES ARABS TO CONFRONT ISRAEL 
NCO91000 Istanbul MILLIYET in Turkish 4 Aug 82 p 2 
[Article by Burhan Felek: “Islam, the Arabs and the Jews..."] 


[Excerpts] A disgrace for mankind and as great a sin as ever recorded in history is taking 
place today before the eyes of the entire world. A handful of ambitious and anti-Muslim Jews 
are devastating Beirut with every modern means of destruction. They are killing Muslim men, 
women and children but no one, particularly our friend the great United States, attempts to 
stop this massacre. The United States is merely keeping a representative named Philip 

Habib in the Middle East pretending to be searching for peace. 


We would not have expected this of Honorable President Reagan of the United States, of the 
Socialist president of France, Honorable Mitterrand, or of Federal German Chancellor Schmidt, 
of whose human feelings we are certain. 


But this is not what we actually want to write about. The number of Muslims suffering 
oppression at the hands of only 3.5 million Israelis is 1 billion. Every fourth man in the 
world is a Muslim. These Muslims possess everything from atomic [energy] to petrol. 


Today, the aspiration of the Israelis is to exterminate the Muslim Arabs, using the Pales- 
tine Liberation Organization (PLO) as a subterfuge. We deduce this from the fact that they 
are collaborating with the Christian Arabs of Lebanon. 


Are the 80 million Arabs, headed by Saudi Arabia, totally devoid of a feeling of vengeance? 
Every night I listen to the Arab radios late into the night. They keep praying for the 
Arab and Islamic world. They visit one another and exchange congratulations on holy occa- 
sions, but somehow, they dare not take up arms obtained from the United States, France and 
even Russia and fight against the genocide now being carried out by the Israeli Government 
which has become a real pest. Everyone knows that the Arabs possess the most modern 
weapons, particularly planes. [as published] When will our Arab brothers use them? 


O lord! What is this cloud of indolent indifference and corruption tuat has befallen the 
Niab world? Wake them up and show them the right path from which they seem to have strayed. 


Let us sum it up: We believe that this is a cause between the Muslim Arabs and the Jews. 
Eighty million Arabs should stop fighting each other and unite on a front against the 

Jews who are ruthlessly trying to exterminate them. Preaching eulogies for the Arab and 
Muslim causes over the radios by most authoritative persons is not enough. They have to 
work hard. They have to gain fresh vigor and fight. Otherwise, there is no doubt that 
what has befallen the Muslims of Lebanon today is bound to befall other Arab states as well. 
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